conditions   than  the  list he  gave  to his  supervisor when he was   terminated.
The   list,   as  supplemented by  the  testimony,   shows   the   following   sub-
standard  conditions  were detected by Blanc:

1.    No berm along  the elevated haulage  road   for  a^distance  of
about 40  feet   (Cl),     This  condition was  discussed  with  Reseigh  or  Schnopp.
Blanc could not   recall  their  reaction  (Tr.  28).

2.     Various  pieces  of mobile  equipment  were   parked  unblocked   and
unattended  (Cl).     Blanc  discussed  this  condition with Reseigh  or  Schnopp.
They would  "get mad"  about having  to abate but   they would   eventually do  it
(Tr.   3,   28).

3.     Inoperative overwind device on the  crane  (Cl).     This
condition was discussed with Reseigh  or Schnopp  (Tr.   28).

4.     Safety equipment  check card not   filled out  on  the   triple boom
drill   (Cl).     This was  discussed with Reseigh or  Schnopp but   they didn't  get
too  upset  (Tr.  29).

5.     Battery  lid  cover  loose  and  unsecured  on  triple  boom drill
(Cl).     This would have been discussed with Gilbert's mechanic,   Minton.     He
didn't get  upset  like the rest  of them (Tr.  30),

6.    No  fire extinguishers  on  triple  and  double boom drills,   two
air compressors,   and oil  storage  station  (Cl).     This  condition was
discussed with Schnopp (Tr.     30).

7.     Inoperative backup alarm on crane  (Cl).

8.    Broken roof glass  in crane  (Cl).     This   condition   and   the
preceding one were discussed with mechanic Minton who didn't  get   out  of
hand   (Tr.   30,  31).

9.    From October  19,  1981  to November 3,   1981  tagline  was  not
used  on  suspended  equipment   (Cl).     This  practice was  discussed  with  Reseigh
or Schnopp (Tr.  31).    They got   upset  and  aggravated   (Tr,   31).

10.    October  19,   1981  to November 3,   1981 workmen were  observed
below  suspended  load  (Cl).     This   practice was  discussed  with  Reseigh  or
Schnopp (Tr.  31).

11.    Paper,   aluminum cans,   and,  other  trash  was   scattered   through-
out   the  area  (Cl).    Reseigh and Schnopp were not  upset  over  this  condition
(Tr.   32).

12.    The truck carrying explosives:   it   lacked  a cover  lid   for de-
tonators,   it was not   identified .as  one  carrying-; explosives,   and   it  was  not
blocked  to  prevent motion.     Smoking was  observed  within  ten   feet   of  the
truck  (Cl).    This  was discussed with Reseigh.    He was  angry ,and  upset  but
took care  of  it   right   away (Tr.   32).

178e was   terminated  Blanc  prepared  an  additional  list  of  these
